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EAGLE Registrations Inc. 


ACCREDITED 


SflVICI " INTEGRITY > VALUE 


MANAGEMENT SYSTEMS 
CGRT PCATION BODY 


Certificate No 5214 (2 Copies) 

October 30. 2015 through September 15, 2018 


Certificate of Registration 


This is to certify that the Quality Management System of 



MOUNTMN OAK VAPORS 


7667 North Lee Highway Cleveland, Tennessee 37312, USA 

Has been assessed by EAGLE Registrations Inc. and 
conforms to the following standard: 

ISO 9001:2008 

Scope of Registration 

Design and manufacture of E-liquid 



Senior Cfertific^iion Manager 


123 Webster Street. Suite 300 | Dayton. OH 45402 | USA | 937.293 2000 or 800 795 3541 

www.eagtecertificabong roup com 






























































































































